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TOPIC 

I use the 800K Eject INIT in Macintosh systems. Is there is a similar program 
for the Apple IIGS? 

DISCUSSION 

There is no program for the Apple IIGS that provides the same function as the 
800K Eject INIT. There were no reports of drive failures on the Apple IIGS 
using 800K disk drives, as there were with some Macintosh systems. Because of 
this, such a program is not necessary. 
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